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HARVESTER: I think Nurse Wayiand may very well have
been mistaken about the tabloids, I can see no reason
why I shouldn't.

NURSE: [Deliberately.] But you see3 1 am quite convinced
that Maurice Tabret did not commit suicide.

LICONDA: For what reason?

NURSE: Well, here's one of them. There was a little liquid
still in the glass from which he drank. About a dessert-
spoonful. You remember I mentioned that, and I put
the glass away so that the liquid could be examined.

LICONDA: Yes.

NURSE: Surely if a man were going to commit suicide he
would drink the entire contents of the glass either in one
gulp or two. He wouldn't risk making a bad job of
what he was about by leaving something at the bottom.
Least of all a man like Maurice Tabret.

COLIN: That seems very far-fetched to me.

LICONDA: I must say it seems rather a small point.

COLIN: Besides, the stuff hasn't been analysed yet.

LICONDA: Is your conviction based on nothing more than
that. Nurse Wayiand?

NURSE: No, it is not. Although Maurice Tabret was very
good and I didn't believe he would ever take a tabloid
without leave, one knows that it's very easy to get into
the habit of drug-taking and then you can't be certain
about anyone. Isn't that so. Dr. Harvester?

HARVESTER: Yes, I suppose it is.

NURSE: Sometimes he was terribly depressed. I didn't think
it wise to let him have within reach the power of putting
an end to himself.

STELLA: I never saw him depressed.

NURSE: [Bitterly.] I know you didn't. You never saw
anything.

STELLA: Nurse Wayiand, what have I done to you? Why do